To:  Lisa  McClain-Vanderpool[lisamvanderpool@gmail.com];  McClain-Vanderpooi,  Lisa[Mcclain- 

Vanderpool.Lisa@epa.gov] 

From:  Tim  Davis 

Sent:  Sat  8/8/201 5 7:09:57  PM 

Subject:  Web  updates  - help  clear  some  confusion?  :) 

Hi  Lisa! 

Here's  what  the  page  says  now: 

http://www2.epa.gov/region8/gold-king-mine-release-emergency-response 

But  there's  this  new  language  that  I copied  below— should  it  completely  replace  what's  on  the 
page?  If  so,  it's  missing  the  "introductory"  language.  So,  maybe  you  can  just  send  me  (at  this 
address)  exactly  what  should  be  on  the  page,  so  that  I don't  mess  it  up?  :)  And  it  looks  like  there's 
some  stuff  below  that  might  have  to  be  in  bold? 

ALSO:  there's  the  PDF  of  the  update  from  Region  6/David  Gray.  Should  THAT  instead  replace 
what's  below?  Sony,  I'm  totally  confused.  :) 

And  Paula  is  in  a meeting  at  1 and  then  another  with  HQ  at  2. 

Thanks! 

—Tim  (also  at  720-261-7036,  which  I'll  be  checking  a lot) 

Sampling  Process  (Aug  7,  2015) 

Sampling  crews  have  been  and  will  be  sampling  locations  from  Silverton  (and  above  Silverton, 
near  the  Mine),  all  the  way  to  the  Colorado  border,  a distance  of  approximately  60  miles.  Crews 
will  also  sample  in  New  Mexico.  The  distance  between  sampling  locations  involves  driving 
time,  especially  where  sampling  locations  on  the  river  are  in  remote,  difficult  to  access  locations. 

Samples  are  taken  from  the  river  using  a hand  pump  or  peristaltic  pump.  Samples  must  be 
filtered.  Once  at  the  location,  collecting  the  sample  may  take  Vi  hour  or  more. 

The  standard  procedure  for  analyzing  for  metals  requires  a 16  hour  hold  time  with  the 
preservative.  EPA  will  be  modifying  this  procedure  to  reduce  or  eliminate  this  hold  time. 

The  samples  must  then  be  transported  to  a laboratory,  either  hand-delivered  or  shipped.  The 
turnaround  time  for  laboratories  is  different  depending  on  the  number  of  personnel  available  and 
number  of  instruments  available.  Small  labs  may  only  be  able  to  guarantee  a 24-48  hour 
turnaround  time.  Medium  and  large  capacity  labs  will  be  able  to  provide  much  faster 
turnaround  times  and  sometimes  even  same  day  results.  EPA  is  currently  using  a local 
laboratory  in  Durango;  which  has  been  extremely  cooperative  and  plans  to  work  through  the 
weekend  for  this  project;  however,  it  is  a small  capacity  lab  and  will  likely  not  be  able  to  process 
the  high  volume  of  samples  anticipated  to  be  taken.  EPA  is  exploring  options  for  procuring 
another  lab,  which  will  involve  driving  or  shipping  samples  for  delivery. 

The  first  round  of  19  samples  collected  the  evening  of  the  spill  and  morning  following  were 
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immediately  driven  to  the  EPA  laboratory  in  Golden  and  prepped  for  analysis.  Those  lab  results 
should  be  available  shortly. 
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